Saint Seiya: Saga/Gemini Ghost

Scale: 1/6
Dimensions: 180mm x 180mm x 334mm
Parts: 30 (with pins)

The pins are precisely tightened. Depending on your printing configuration, re-scale the pins to 95 ~ 98% to better fit.

Don't share and don't promote piracy.
You will only be harming artists who try to work and earn a living